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MIGRATION / CONVERSION TO EDC (EUROPEAN DATA CENTER) 


R&D System Environment 

The R&D system environment for both CICS/MVS and VM/CMS is in 
place. 


STAIRS (Storage and Information Retrieval System) 

Significant enhancement is provided in the new version of 
STAIRS to enable the development of more flexible functions 
for creation and revision of documents. The current 
procedures and document-input modules which were developed in 
the past by FTR/ICS will not be migrated to EDC to be 
reused. This development is at the final test stage in the 
R&D CI'CS production system. A "Front-end!" menu for authorized 
data-base access will be added to STAIRS. The new system is 
scheduled to be in operation by August. 


VM/CMS Migration 

Migration of EDC to VM/CMS has been completed for SAS 
(Statistical Analysis System) and for APL, FOCUS, 
applications. 

Phasing out of ADMCHART utilisation in the FTR mainframe, 
planned' to be completed in July. 

I'MBIFO VM administration has been transferred to R&D; 
training/support to INBIFO users is in process. 


Source: https://www.indudtfyfclocuments.ucsf.edu/docs/tpnmOOOO 
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Migration of CICS applications 


Migration of R&D applications has been planned in two phases 
with the first beginning in March for applications developed 
with CSP. In the second phase, the remaining applications: 

Quality Audit / Visual Defects 
Cigarette Data Bank (CDB) 

- Cigarette Information Report 
Smoking Panel 

which usedi to be developed by FTR, will be migrated by 
FTR/ICS at the end of this year and later reimplemented and 
upgraded by MIS R&D to support current business needs. 

Migration of CSP applications proceeds as scheduled. All 1 CSP 
programs have been converted to run in the CICS/MVS system of 
EDC; COBOL-written printing procedures used in the past are 
being replaced by batch or CSP procedures. Testing is 
underway to implement a daily procedure for sending the 
analytical data of Smoke Lab from the VAX computer to the EDC 
mainframe via SNA/GATEWAY. 


NEW APPLICATIONS FOR PRODUCT / MATERIAL SPECIFICATIONS 


FOCUS data base is in place for generation of end-user type 
monitoring reports. 

A list of authorized users from R&D, HQ and affiliates has been 
established by the Manufacturing Services Group (MSG). 

Presently, access has been defined to a limited number of users 
outside MSG, to test their utilization of the system. 

Extension of this application to include the Casings and Flavors 
specifications has been requested by MSG. For decision and 
timing. Management has been provided with an estimation of the 
resources necessary for developing an application to replace the 
current PC system. 


SMOKING LAB / QC AUTOMATION 


Work planning and resources have been defined for the remaining 
development in CALS over the next 18 months. 

A proposition of CO/NO workpost was made to PMG to use the R&D 
digimetry solution. 
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Links between HP-1000, Digimetry and VAX passing through the 
NIU/Broadband network, defined and running. 


COLDAC SMOKING LABORATORY SYSTEM 


Major breakdown of one of the two HP data links. The affected 
workposts were redirected to the second link. More pressure is 
being put on the development of digimetry workposts using the 
broadband network facility to replace the obsolete equipment. 

Two digimetry workposts for Firmness/OV measurement have been in 
operation since April. 

Implementation of CO/NO workposts is near completion. Its 
operation is scheduled for the beginning of July. 


PROFS AND VM/CMS DECENTRALIZED ADMINISTRATION 


There are now 98 "userids” and 106 "nicknames” in R&D 

VM Messenger Software reviewed to replace Telex 

VM machine set up to receive HARDCOPY requests from C1CS. 

Improvement has been made on the R&D VM printing-procedure IMP; 
this procedure was presented to HQ and affiliates MIS during an 
EDC workshop on general VM printing, and will be taken as a 
starting point to create a generalized procedure for all 
affiliates. 


HARDWARE / SOFTWARE - INSTALLED / ORDERED 


1 Harvard Graphics software installed 
1 LaserJet printer installed 
1 IBM-3812 printer installed 
1 IBM—3472G terminal installed 

Review of new PS/2 software versions for LOTUS 3.0, Harvard 
Graphics 2.12, VISI04 2.5. 

A TEKTRONICS color jet plotter is in process of being installed: 
in; computer-users' room. 


Source: https://www.incfuM^documents.ucsf.edu/docs/tpnm0000 
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HELP DESK STATISTICS 


Number of calls 65 

Number of solved problems 60 


YlW/ell 11.7.90 
ca290 
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